






DIVISION OF TEPPER RESEARCH & 
DEVELOPMENT CORPORATION 


REQUEST FOR TECHNICAL INFORMATION 
TINY TIGER MICRO-MINIATURE BATTERY 


Name__Phone - 

Company Name_____ 

Address ____—- 

City _____ Zone _State 

Possible Quantity of Batteries to be used: ___ 

Physical Size Requirement: Height: _ inches 

Width: _inches 

Length: _inches 

Type of Terminals ______ 

Terminal Locations ___ 

Battery Voltage Nominal_volts. 

End Point Voltage in Circuit While in Operation __volts. 

Average Battery Current _ amperes 

__ amperes maximum initial drain 

Duty Cycle Details ____ 

Type of Electrical Load (resistive, inductive, etc.) __ 



Must Battery Be Re-Chargeable? _yes No_ 

Battery Operating Life Required _ Hours. 

Storage Life__ 

Ambient Operating Temperature _ °C MIN — 

Storage Temperature _ °C MIN _ 

REMARKS __ 


°C MAX 
°C MAX 


Please complete questionnaire in as much detail as possible, and return to Bionetics 
Applications Engineering Department. Use back of questionnaire for further information 
or sketches. 




